RESTRICTED 


MILLAR, 


The information given in this document is not to be 
communicated, either directly or indirectly to the 
Press or to any person not authorised to receive if 


SIGNAL 


SCHOOL of INFANTRY 


PROCEDURE & RADIO 
NOTES 


HYTHE, KENT _ 


1967 


SR A41 No. 1 (38-55 Mo/s) 
Channels: 171 (100 ke/s 


Points to note:— 
Antennas: 4ft. and 10ft. 
Check Cal frequently 
Mark hrs of bty use 
(max 20 hours) 

Use conversion kit when 
possible 

Do NOT use 10ft An- 

tenna in manpack role 


CHANNEL 
5. Tune to 100 kc/s and 
CURSOR 


PHONETIC ALPHABET 
A—Alphs Jeter ) 4 
ER eem [2009 D sth wu 
M—Mie V—Victor 
= [9 d Weir (Water) 
i Prepa (Pohpeh) —Yestey s 
Fm een — pmerihee Id 


HQ Station (Adjt) 9A 
HQ Station (rear Sig Offr 
Wink veh) (21C) on Sig Pl 
HQ Station [d Int Sect 
| HQ Station ØD Asit Pioneers 
| Rear Link A Coy 1 
I Rear Link B Coy 2 LJ 
Rear Link C Coy 3 s 
Rear Link D Coy 4 
Rear Link Reece PI 5 BS 
Rear Link Air Pi 6 2 
Rear Link Sqn/Coy WA 
under comd 7 » 
Rear Link Sp Coy 8 92 
) Commanding Offr 9 98, 93A 
| zc 9A LN. 
- LI 
| Reece Pi 
HQ veh A 
95B 
Spare Ln 9A 
| [Air Platoon a 
n HQ Stetion OBA 
B Unknown ac 99 
I | OC Rover 
Rifle Coys A Coy B Coy C Coy D Coy 
HQ Stations 1A 1B 2A 2B 3A 3B AR 
| Rifle Pis 11 12 13 | 21 22 23 | 31 32 33 | 41 42 43 
Rifle Sects 11A B UC} 21A 218 21C | 314 215 31C | 41A 41B 41C 
12A 12B 12C| 22A 22B 22C| 32A 32B 220 4m 
13A 13B 13C| 23A 23B 22C| 33A 33B 39C | 43A 43B 43C 
Sp P! HQ 14 24 E “ 
lortar Sect 15 25 35 45 
ortar FCs 15A 15B 25A 25B 35A 35B 45A 45B 
ortar Vehs 15C 15D 25C25D 35C 35D. 400 45D 
A Tk Sect 16 26 36 46 
| 4 Tk Dets 16A 16B 28A 26B 38A 36B 46A 46B 
[A Tk GW Dets | 16C 16D 26C 26D 34C 36D 46C 46D 
Spare 17 z s 4 
Recovery 1s 28 3 45 
OC Rover 19 EJ 39 49 
COMDS OF RA, RAC AND RE UNITS SP INF 
I — RAC 
Comds G19, 29, 39 Sqn Comds TIA, 2A, 3A 
| FOOs Gu, 12, 13 Tp Comds T . . . as for Pl Comds 
21, 22,23 Sqn LO TISE, 29E, 39E 
| 31, 32, 33 Regt LO Te 
RE | 
Eqn Coma... E9 
i . " Tp Comds E128 
b Sqn LO EM 


| FIXED CALLSIGNS - INF & PARA BNS. 
I 
| 


COMMON RADIO APPOINTMENT TITLES 


Title Appointment Within Bn 

SUNRAY ~COMD —CO, Coy Comd, PI 
Raye CSMa, ete 

SEAGULL -G Staff - 

MOLAR —AQ Staff —QM, CQMs, etc 

ACORN Int Staff —10 

PRONTO - -Sig Ofr 

SHELDRAKE —RA Rep + 

HOLDFAST —RE Rep —Asit pnr pl cmd 

PLA —Tpt (RCT) s 

STARLIGHT  —Medical Rep MO 

RICKSHAW Ordance Rep 

BLUEBELL —EME Rep -LAD Comd 

WATCHDOG Provost Rep Pro Sgt 

R —Locating, incl Arty 
int staff 

FOXHOUND  -Inf Rep 

IRONSIDE Armed Rep 

HA’ —AAC Rep 

BOXWOOD —G (NBC) Staff NBC Offr. 

FORTUNE FAC Rep ~ 


NOTE: These can be qualified by the use of: 
MINOR to indicate Junior appointments 
My, our, his, your, their, 

Call sign or address gp 
Sea, Land or Air 


ADDRESS GROUP 


A secret group of three letters allocated down to unit 
level, used instead of the clear name 


Is 
A group of two letters used to identify a net. 


CALL SIGN 
Fixed at unit level, changes daily above 


UM 
RAC  —TANGO RAOC -OSCAR 
RA —GOLF REME -ROMEO 
RE  .—ECHO RMP PAPA 

R SIGS'-SIERRA AAC ALPHA 
INF — —INDIA PARA BRAVO 
RCT — —DELTA RM COMMANDO —CHARLIE 
RAMC —MIKE RAF REGT FOXTROT 


on independent nets or as jargon, eg, "pick up your 
INDIANS” (Inf) It can be dropped 
no confusion in "calling " 


FIGURES 


Figs are sent as in normal speech, unless conditions are 
bad when they can be sent digit by digit preceded by the 
proword FIGURES. 

‘The proword Figures is not used in GRID REFS, TIME 
SIGNALS, CALL SIGNS and AUTHENTICATION. 
eg. "2359 hours 

NORMAL —"Twenty pue ay nine hours 


BAD CONDITIONS—"fgures two three five nine 
hours" 


ABBREVIATIONS 
Some abbreviations will save time when talking and as 


expand 
abbreviation is not widely known it can be spelt out. 


HOW TO MAKE A CALL 
A transmission consists of: CALL, TEXT, ENDING 


im) CALL 
HULLO—CALL SIGN (who you want)—THIS IS— 
CALL SIGN (who you are). 

eg. SINGLE HULLO FOUR THIS IS ZERO. 
MULTIPLE x ONE, TWO, AND THREE THIS 


NINE. 
ALL STAS HULLO ALL STATIONS THIS IS ONK 
ALL STAS (ess £0 HULLO ALL STATIONS 
EXEMPT ZERO THIS IS NINE. 
ALL. STAS c Dele HULLO ALL STAS 31 


tb) TEXT 


(eo) ENDING 
OVER— My transmission anced and I expect a reply 


OUT-—My transmission ia ended and I do not expect 
a reply 


OR 
OUT TO YOU—I WÁve finished with you but I am 
calling another sta straight away. 
Note: Proword HULLO ts usad in the initial call ONLY 


COLLECTIVE CALLS (Charlie Charlie) 


Are used to call certain previously designated substas. 
‘Two types are fixed: 
Bn Net: “Hullo CC this is S"—all coy comd, recce 
pl comd, ail sp arms 
comds. 


Coy Nets —{A Coy) all pl comds, 
sll ep arms cormds. 
Additional collective calls may be previously designated 
by the Signal offr or NCO IC Coy Sig det. eg: 
Hn net:—"Hullo CCA"—as designated this is, ete. 
Coy net:—"Hullo CC2A"—(B Coy Net) as designated 


this ts, etc. 
Note: The proword EXEMPT may be used as for ALL 
STAS calls 


“Hallo CCI" 


HOW TO ANSWER 
An answer consists of the following :— 


(a) CALL SIGN 
TEXT 
(9 One, er mere dt. MA Perens. Pero oreo 


ROGER 
WAIT 


—Msg received and understood. 


—Pause for a few seconds follows (max 
5). Other stas must keep off the air. 


WAIT OUT—I have finished with you but I will call 
agnin later. 


wILCO —Mag received and understood and being 


carried out 
ENDING. 


(e) OVER, OUT, or OUT TO YOU. 


PROWORDS & EXAMPLES OF PROCEDURE 


(a) REPETITIONS BY SENDER 
I say again; “Hullo one, this is two, move now I 
say again now, over" 
(b) REPETITIONS BY RECEIVER 


SENDER RECEIVER 

(i) Hullo one this rS 
is Zero TEXT, 
over 


ZERO 


SAY AGAIN 


(i) Hullo one this 


is Zero TEXT, | One 


say again, 


Grid, over 


(c) VERIFYING 


VERIFY Hullo one this is 
Zero TEXT, over | One Roger, out 
(if original 
CORP Hullo Zero this is 
one reference your 
mag report on 
Zero WAIT OUT | tanks VERIFY 
Hullo one this is | grid 123456 ond 
Zero CORRECT, | 1230 hours, over. 
over 
- MESSED EGER SOM unn c Xo iut x 
If WRONG Hullo one this is 


Zero WRONG grid 
120456 and 1235 | One Roger, out. 
hours, over 


(d) ARRANGING VOICE CONVERSATIONS 


Hullo one this is 
Zero FETCH 


SUNRAY, over One WAIT out 


Hullo Zero this is 
one SUNRAY 
speaking, over. 


SPEAKING 


Zero SEAGULL 
speaking . . . 


oes ete, 


BAD CONDITIONS 
(e) READ BACK PROCEDURE 


READ BACK Hullo all stas this 
MESSAGE is Zero -READ 
(offered) BACK Message, 
DES One SEND, over, 
Zero TEXT 2 et i 
READ BACK 
over Two TEXT, over 
p^ d CORRECT, | (Remaining stas 
IF CORRECT Lo ROGNE 
N Ses (One LE 
IF WRONG Zero WRONG s 
1650 bours, over Two 1650 hours, 
over, 
(Remaining stas 
Zero CORRECT, | give ROGER 


out oum 


(i RELAY PROCEDURE 


SENDER 


RELAY TO “Hutto Four 
(if offered) | thie i». one 


RELAY STA | RECEIVER 


RELAY TO 

throe over 
Four Send, 

T One RELAY | ever 

TO three 

DOG FISH | Four Roger 

now, over out to you. 
Hullo three 
this i» four 
FROM one 
DOG FISH 
now, over Three Roger, 
Hullo One | out 
this is four 
MESSAGE 
PASSED, 
out, 


(g) OFFERING MESSAGES 


When information is passed in a standardised form 
it will be offered using the relevant proword:— 
ORDERS, SHELREP, MORTREP, etc. 


ORDERS 


Hullo one this is 
Zero ORDERS 
over. 


SEND One SEND, over 
Zero, ORDERS . , 
etc, 


Messages will be offered when a written copy has 
to be produced or the sender wishes to ensure contact. 


MESSAGE Hullo one this is 
Zero, MESSAGE, 
over. 
SEND One SEND, over. 
Zero TEXT ... 
8 


TELEGRAPH OPERATING SIGNALS 


Uk—BLOCKS AR—oUT 
XE—OBLIQUE AS—WAIT 
DU—HYPHEN TT—LONG BREAK 
AAA—FULL STOP K—OVER 


CC—COLLECTIVE CALL 
CQ—ALL STATIONS 
DE—THIS IS 
R—ROGER 

B—MORE TO FOLLOW 
C—(a) CORRECT 


ÍMI—SAY AGAIN 
AA—ALL AFTER 
AB—ALL BEFORE 
WB—WORD BEFORE 
WA—WORD AFTER 
ii—-SHORT BREAK 


INT—INTERROGATORY —WRONG ... 
XMT—EXEMPT bubo X 
ELM ERES oed G—REPEAT BACK 


AX-UNKNOWN station P- PRIORITY 


QSY—CHANGE TO 
FRE 


Ie 
ZBI—CHANGE TO VOIC'; 
ZGN—NOTHING HEARD 
ZOF—RELAY TO 
ZOE—THROUGH ME 

ZYT—TUNE ANTENNAS ZOK—RELAY THRO' 
ZPF—SIGNAL STRENGTHS ZUK—KEY 
QRS—SEND SLOWER CONVERSATION 
ANTENNAS 
The length of a quarter-wave antenna is calculated as 
follows : — om 


frequency in Mc/s 
Note 1. From the result subtract 5 feet. The length obtain- 
ed will be suitable for a i endfed antenna, an 
inverted-L antenna, or the vertical part plus half 
the roof of a T antenna. 
2. When using braid antennas use the length in 
dicated on the TRFA or set. 
ANTENNA SITING (rou Wave) 
F 


HF AND 


DO use the highest ground available 

DO avoid power lines. 

DO ensure that your set is earthed. 

DON'T site your antenna in woods unless unavoldable 

DON'T let your antenna touch trees, camouflage neta, 
etc. 

DON'T use a longer antenna than necessary 

VHF 

DO try tQ obtain line of sight. 

DO move the antenna if Communication is poor or 
fails. 

DO raise your antenna if possibie. 

DON'T site your antenna near large obstacles, build 
ings, towers, hills, etc. 

DON'T site your antenna near power lines 

(IF YOU ARE NOT THROUGH—MOVE YOUR 
ANTENNA). 


- — Length in feet. 


SLIDEX 


(1) Each card consists of 204 Rectangles which have 


in BLACK and letters or figures in RED. 


(2 Vocabularly and alphabet in alphabetical order. Voca- 


bulary is horizontal and alphabet vertical. 


(3) Figures are in numerical order, 01, 02, 03, Pus Ate 


07, 08, 09, 1 (FIG) 10, 11, etc. 


(4) Switch on—for changing from words to letters or 


figs - 4 Rectangles. 

Switch off—for changing from letters or figs to words — 
- 4 Rectangles, k 

Switch off MUST be sent before reverting to words 
printed in BLACK, but is not inserted if no more 
SLIDEX follows. 


(5) CURSORS 


j" Rectangles—filled in by letters A to X 
Horizontal > in jumbled pairs. 
) 4—First four letter pairs repeated. 


j17 Rectangles—filled in by whole Alpha- 


bet, 9 pairs, 8 single. 
| 4—First four repeated. 


Vertical 


@procepure 


(A) Warn the receiver by saying SLIDEX. 


(B) Indicate card in use if necessary. 
CARD FIGURES ONE. 


(C) Give the cursor setting. FIGURES THREE TWO. 


(D) Give the letter co-ordinates of the words required. 
First letter taken from the Horizontal cursor. 
second from the vertica] cursor, Use the phonet 
alphabet but do NOT use proword "I SPELL." 


eg. Hullo Four this is One, SLIDEX card Figures one 
—Figures 32—BZ PD EF OVER. 


(7) GRID REFERENCES 


(A) At unit level, normally sent in griddle. 
(B) Above unit level, encoded into SLIDEX. 


ENCODING: True reference is first disguised by 
ADDING the last figure to the others, 
except Itself, without carrying, 


eg. TO ENCODE 469/812 
222 23 P" xa 
68/10/32 ver 


DECODING: SUBTRACT THE LAST FIGURE. ' "4 | 
| DI 
LI 


10 t 


